33004/99 


REGD. NO. D. L.-33004/99 



3TRcT 

(The (Baxette 


oRT 


of ,3ttdia 


EXTRAORDINARY 


MR n—3—T'f-'SFS (ii) 
PART II—Section 3—Sub-section (ii) 
yifii4>K 3 inurftra 
PUBLISHED BY AUTHORITY 


ri. 676] ^ ft?#, #WR , 29, 2003/«PT>l 7, 1925 

No. 676] _ NEW DELHI, TUESDAY, JULY 29. 2003/SRAVANA 7,1925 


17^nt 2003 

RUfapT R. 6 

*JWIL 865(*r ).—M 3#pw, 1910(1910 
9) *TTCT 36 3TO (i) '5KI 3PSr! ¥lftw4t 3I%T 

^ P, “HTTcf 4K«bK to W?) 24-3-88 

87/^^-I (^)/1l0/3^P ^^SKl 'PfHfirtfWI 
i 

3^,“^ to# 

$*ftFRK, ^ % W "'R H *JtgT ftnwffr fW! 

gaflPw , ?pg; i 

[^T. 2000to^ (#)/110/1 ] 

^nf. (m)] 


MINISTRY OF RAILWAYS 
(RAILWAY BOARD) 

CORRIGENDUM 
New Delhi, the 17th My, 2003 
Amendment No. 6 

S.0.865(E).—In exercise of the powers conferred 
by Sub-section (i) of Section 36 of the Indian Electricity 
Act, 1910 (9 of 1910), Central Government hereby Vnakes 
‘ the following amendment in the Notification of Government 
of India (Ministry of Railways) No. 87/Elec-I/llO/3 dt. 
24-3-88. 

In item No. 3 of the Schedule of the said notification, 
the words “Chief Electrical Engineer, Eastern Railway” 
shall be replaced by “Chief Electrical Distribution Engineer, 
Eastern Railway”., 

(No. 2000/Exec(G)/l 10/1J 

Lt. Col. V K. RAHEJA, Executive Director [Electrical 

Engg.(G)j 
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